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Ghited States Assap » Ofte Helena, Montana, 


Uv) 


OFFICE OF ASSAYER IN CHARGE, 


January 14th, 1889. 


Hon. Daniel M. Fox. 

Supt. U. S. Mint. 

Philadelphia, Pennsylvania. 
Sir;- 

Thave the honor to request that you 
furnish me with the standard oz. gold and silver received at your 
Institution and accredited to hens, during the year 1888, 

Will you kindly state as nearly as possible the 
source of bullion so received and oblige, 
Very respectfully, 
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NARA RG104, Entry 1, Box 155 


[Abstract:] Asks to be furnished with statement of oz. Gold and Silver rec’d at Mint from 
Montana during 1888. 


United States Assay Office, Helena, Montana, 
Office of Assayer in Charge. 


January 14, 1889 

Hon. Daniel M. Fox. 

Supt. U.S. Mint. 
Philadelphia, Pennsylvania. 
Sir; - 


I have the honor to request that you furnish me with the standard oz. gold and silver 
received at your Institution and accredited to Montana, during the year 1888. 


Will you kindly state as nearly as possible the source of bullion so received and oblige. 
Very respectfully, 


S. Bradin 
Assayer in Charge. 


[Noted at bottom: ] 


Gold 504.189 std. ozs 
Silver 183.92 “ 


We have no knowledge of the source of bullion received other than there were 3 separate 
deposits, no follow 


Gold 

Ist 6.200 
2nd =-8.973 
3rd = 489.016 
Silver 

Ist 65.31 
2nd = 33.45 


3rd_—s:115.16 


